125 Sheldon Fad, 
VOlentown, Conn, 86384 


My catalcg amounts the Following descriptions of hardware 
and Software Projeces that JT use Gli the cime, 


NOTE: Gill software and hardware were designed For use with the 
PFDO6éS disk System, {unless Stherwise noted) but ¢an be Adapted ts 
Gther systems, 


HARDWARE 


*% © ReGl Time Ciock with battery backup that Pluss into the 
f£areridge port, I have basic and Machine Code software For this 


#%# fF Complete weather station Featuring & Tain guage with 
L418 inch resolution, wind speed and direction, inside and 
Outside temperature, barometric pressure, huMidity, soursidse 
Lignt level, and several security seneors, The board wees ao is 
amput AYO converter and a § bit GBR converter For setting the 
reFrerence voltage for each sensor, The software has many screens 
and utilities, including 4 software oscilloscope that is really 
useful in my Prototyping, I have graphed lightning during a 
Storm With this system, Complete system €$4589,088: Schematics and 
sorFtware €45,a8 


*# AN internal modification to Put 32k of Fam inside the 
2848, in the upper half oF the EXROM bank, I have been using 
this area tO store my utilities (renumber/print driver /monitor 
f@etys, IT will perform this modification to a stock 2048 for $35 
including return shipping and the chips (if the price for 2Sék 
SRAMS dosn’t go up), 


%# Plans and circuit board printouts for 254k ram add on, 
With battery backup that runs in the BOCK or EXROM bank, This 
board also has sockets For a real time ¢lock and @ 16 input 4/D 
converter To run this board in the EXRGOM bank requires an 
anrernagl modification +65 the 28468. I] designed this board 7? years 
ago and never tried to marketed it, I guess its true, ‘wren you 
SMOOr yOu loose’, Plans and Printouts #5, 86 

% T Rave adapted the article in MAY 1988S RADIO ELECTRONICS: 
"BUILD A DIGITAL IC TESTER", +0 the 2068. I used a FEA PIO: ane 
Found that this if a great tester For any digital circuit, It 
MOAKGS OO 16 trace oscilloscope that will run as Fast at the 
computer, I can wire this board to Fit in the cartridge porte or 
the rear connector, I prefer the cartridge port, For ease of 
changing chips while testing, Unfortunately the cartridge pare 
¥VOPrsion Pequires & very simple internal 2848 modification to the 
SBé8 ta put the FBG clock signal on the cartridge connector, ‘The 
board and minimum software are €235.88. I will do the internal 
mod For Free if the customer will pay postage, or Show you how 
tO MAK the | Wire MOd, 

SOFTWARE 


®# CADZ 15 the best and most useful software J Rave written, 
I can @ven lcad a version oF Tasword and HOt 7 into 254k ram 
With €ADZ. IT am still Finding new ways to use CADZ. 826.86 


# TIF you hate HEX I have an assembler For you, [It uses 
GeciMal inputs Only, trougdn there if a converter for 
(hex/dec/bin/2-byte)., It is like typing in a basic listing only 


With MMHeMonzes, Ine COce 18 GSSseMmoiec as |aenm wNStPuctioON is 
eyped inf, YOu can modify or insert code into a Chunk oF code as 
yOu woOuld @dit 4 basic line, $12.56 


% [ntegrated Circuit Inventory (CHIP) will hold 3J@G@ entrys 
With descriptions and Quantities, Fast MC search and sort 
routines, 64 column File displays, Several times I have orderd 
Chips and put a project on HOld only to Find Gut later that I. 
had the chips, {maby in another prototype project or misplaed or 
whatever), Now I check this File before ordering chips and I 
enter new chips ofr New quantitys, From shipping receipts, $12.56 


*# PINS if an aiantegrated circuit pinout directory and I¢ 
tester, [et can store the FPincut information for any chip up to 
49 Pins, Glioang with [C test routines for the PIG Ic TESTER 
mentioned earlier, I have & I¢s if the Program now and still 
hove jfk Free For more entrys, AM entry For one IC can range in 
Length, 80 J] don’t kKnoOW ROk Many TCS Lt Will Actually Hold, Fase 
MO routines look up ICs By TRuUMber or description, and draw the 
Chip On sereen with all Pin labels and Notes, Soferware only 
$i2.58. Tester board and PINS software €45,68 


® TASWORD II and FHSS With SSSEK, Will AOld Five FEA line 
dccuments, (94,0988 charactors), See tas-notes, 


% J KaVve the only drawing program that IT know of, that works 
With $564 afd the Aad Microdrive, #18.68 


Most OF My bOGrds are HANG Wired and Not as Pretty as 
commercial products, though the Hardware does what IJ want, I can 
gduplicate any Of My hardware, though JT Resitate to S811 Aardware 
fo non-cechnical persons, [T will contracte to design and/or 
develope any type of electronic device that IT think J can 
handle, Ta date JT mAGve designed an electronic Fuel injection 
System and engine monitor For a MAZDG rotary engine in an 
experametal airplane, and & camputer controlled driveriess 
Steering system For an experimental mass-transit vehicle, and 
many non computer related circuits For security and control 
Systems, 

LT use CADZ For all my design work From schematics to circuit 
board layouts and documentation, 


Thanks For inquiring; 


Larry L. Zunk 

Zunmk Custom Electronics 
4668 €, Cedar Lane 
Norman, Gklahoma 

7S@7i 

(4853-346-8595 


